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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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Indian Standard 

SPECIFICATION FOR 
DRAWING PINS 

0. FOREWORD 

0.1 This Indian Standard was adopted by the Indian Standards Institu- 
tion on 8 July 1969, after the draft finalized by th6 Optical and Mathe- 
matical Instruments Sectional Committee had been approved by the 
Mechanical Engineering Division Council. 

0.2 Drawing pins are used for holding the paper in position on the 
drawing boards. This standard deals with commonly used types of 
drawing pins in drawing offices. 

0.3 In the preparation of this standard, considerable assistance has been 
derived from B.S. 1677 : 1959 "Draughtsmen's drawing pins" issued by the 
British Standards Institution. 

0.4 For the purpose of deciding whether a particular requirement of this 
standard is complied with, the final value, observed or calculated, 
expressing the result of a test, shall be rounded off in accordance with 
IS : 2-1960*. The number of significant places retained in the rounded off 
value should be the same as that of the specified value in this standard. 



1. SCOPE 

l.I This standard covers the requirements of drawing pins used for 
fastening paper on drawing boards. 

2. TYPES 

2.1 The drawing pins shall be of the following types: 

a) Type A — drawing pin with domed or bevelled head, the pin being 
screwed into the head or gripped by swaging or pinning; 

h) Type B — drawing pin to be punched out of sheet in a circular 
shape, with three projections punched out and bent to shape; and 

c) Type C — drawing pin punched out of sheet in the form of a three 
pointed star, the points being bent to shape. 



♦Rules for rounding off numerical values ( r€vis$d). 
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3. MATERIAL AND HARDNESS 
3«1 Material 

3.1.1 The material for drawing pins of Type A shall be as follows: 

a) Head — brass conforming to 15:319-1968*, and 

b) Pin — round steel wire conforming to IS: 4454-1 967t. 

3.1.2 The material for the manufacture of drawing pins of Types B and C 
shall be cold-roDed steel strip conforming to IS :2507-1965J. 

3.2 Hardness 

3.2.1 The pins of Type A drawing pins and the drawing pins of Types B 
and C shall have a hardness of 40 to 60 HRC. 

4. DIMENSIONS 

4.1 The dimensions for drawing pins of various types shall be as given 
in Fig. 1. 

4.1.1 The drawing pins of Type A shall be available in three diameters 
of head, that is, 12, 18 and 22 mm and where the pin is screwed into the 
head, the screw threads shall be Ml '2 conforming to IS: 4218 (Parts I 
to VI)"1967§. 

5. DESIGNATION 

5.1 The drawing pins shall be designated by the commonly used name, 
type, diameter of heads (for Type A only) and the number of this 
standard. 

Example 1: 

A Drawing pin of Type A having a diameter (^==18 mm shall 
be designated as: 

Drawing pin A18 IS: 5205. 

Example 2: 

A drawing pin of Type C shall be designated as: 
Drawing Pin CIS: 5205. 



♦Specification for free-cutting brass rods and sections ( second revision ). 
tSpecification for steel wir« for cold formed. 
^Specification for cold rolled steel strip for springs. 

§ISO metric screw threads: 

Part I Basic and design profiles. 

Part II Pitch diameter combinations. 

Part III Basic dimensions for design profiles. 

Part IV Tolerancing system. 

Part V Tolerances. 

Part VI Limits of sizes for commercial bolts and nuts ( diameter range 1 to 39 mm ). 
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Note — The figures are for illustration of dimensions only and are not intended 
to restrict the design in any respect. 

AU dimensions in millimetres. 

Fig. 1 Dimensions for Drawing Pins 

6. GENERAL REQUIREMENTS 

6.1 For drawing pins of Type A, the sharp point of the pin shall be 
visually concentric with the axis of the pin and the head. 

6.2 For ail types of pins, the sharpened pin shall be at right angle to the 
inside of the head or the bottom. 

6.3 The top of the pin shall not be visible on the top of the head for 
drawing pins of Type A. 

6.4 The pins shall be tapered to a sharp point, the taper extending not 
less than half the length of the pin. 
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6.5 The drawing pins shall be easily removable and shall not hurt the 
thumb while fixing or removing from the drawing board. 

7. WORKMANSHIP AND FINISH 

7.1 All surfaces of the drawing pins shall be finished smooth. All types of 
drawing pins shall be plated for resistance to corrosion. 

8. PACKING AND MARKING 

8.1 The drawing pins shall be packed in a cardboard carton of suitable 
size. The carton shall be marked with the type and size of the drawing 
pins and the number of drawing pins packed in the carton. 

8.1.1 The carton containing drawing pins may also be marked with the 
ISI Certification Mark. 

Note — The use of the ISI Certification Mark is governed by the provisions of the 
Indian Standards Institution ( Certification Marks ) Act, and the Rules and Regulations 
made thereunder. Presence of this mark on products covered by an Indian Standard 
conveys the assurance that they have been produced to comply with the requirements 
of that standard, under a well-defined system of inspection, testing and quality control 
during production. This system, which is devised and supervised by ISI and operated 
by the producer, has the further safeguard that the products as actually marketed are 
continuously checked by ISI for conformity to the standard. Details of conditions, 
under which a licence for the use of the ISI Certification Mark may be granted to 
manufacturers or processors, may be obtained from the Indian Standards Institution. 
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